PETROLEUM PRODUCTS 

PIPELINE LEAKAGE REPORT 

(FM 10-67 ) 


DATE 


TIME 


TO: 

FROM: (Unit) 

REPORTED BY (Name and Grade) 

PLATOON AND SECTION 


LOCATION OF LEAK apparent causes of leak 

PUMPING STATION 


JOINT NUMBER 


FUEL LOST (Gallons) DISPOSITION 


PRECAUTIONS TAKEN 


SIGNATURE AND GRADE OF SECTION CHIEF SIGNATURE AND GRADE OF PLATOON LEADER 


DA FORM 5464-R, Oct 85 replaces da form 10-242, sep 57, which is obsolete. 
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